From: 

Sent: 

To: 

Subject: 

Attachments: 


Han, Linda (DPH) 

Tuesday, May 09, 2006 8:47 AM 
Borne, Alan (DPH) 

FW: BT Rollover 
Rollover-rev Eqpt 4-12-06t.xls 


Hi Alan: This spreadsheet is very confusing, but I’m told the final version is the one dated “4-10,” which includes a 
biosafety cabinet for the STD lab. See Leo’s message below about preparing to buy equipment. Thanks, Linda 


From: Caloggero, Dina (DPH) 

Sent: Monday, May 08, 2006 5:12 PM 
To: Han, Linda (DPH) 

Cc: Grazioplene, Mariah (DPH) 
Subject: FW: BT Rollover 


From: Grazioplene, Mariah (DPH) 

Sent: Monday, May 08, 2006 8:55 AM 

To: Nawn, Kathleen (DPH); Caloggero, Dina (DPH) 

Subject: FW: BT Rollover 


From: Kopec, Leo (DPH) 

Sent: Thursday, May 04, 2006 3:24 PM 

To: Grazioplene, Mariah (DPH); Gauthier, Cheryl (DPH); Smole, Sandra (DPH); Konomi, Raimond (DPH); Fontana, John 
(DPH); Stevenson, Allan (DPH); Salemi, Charles (DPH) 

Subject: BT Rollover 

Please be aware that once the BT rollover is approved there will not be a lot of time left to put together your equipment 
orders. I suggest that based upon the last equipment list that you do your research and have your orders ready to go. I 
would say that it is particularly important for the large dollar items. Attached is the latest list. 
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